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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 05744 312211Z 
ACTION AID-59 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 DODE-OO FDRE-00 
HEW-06 INR-07 NSAE-00 PA-02 PRS-01 DHA-02 SCA-01 
SCSE-00 USIA-15 EB-08 10-13 IGA-02 /129W 

011920Z 109884/46 

R311717Z MAR 77 
FM AMEMBASSY BONN 
TO AMEMBASSY BUCHAREST 
INFO SECSTATE WASHDC 7051 

UNCLAS BONN 05744 

E.O. 11652: N/A 

TAGS: PFOR, TPHY, SWEL, GW, RO 

SUBJECT: EARTHQUAKE RELIEF: WORLD VISION 

REF: BONN 4640 

1 . ACCORDING TO HAMBURGER OF WORLD VISION. ROMANIAN 
RELIEF COORDINATOR SANDRU SAID HE WOULD GIVE WORLD 
VISION A LIST OF DESIRED MEDICAL EQUIPMENT. SO FAR, 

WORLD VISION HAS NOT RECEIVED THIS LIST. IN THE 
MEANTIME, WORLD VISION HEADQUARTERS IN MONROVIA, 

CALIFORNIA HAS NOTIFIED HAMBURGER THAT IT CAN SHIP 
IMMEDIATELY THE FOLLOWING USED BUT GOOD EQUIP- 
MENT: 


1 BLOODBANK REFRIGERATOR BY JEWETT OF BUFFALO, NEW YORK 

1 ELECTROCARDIOGRAPH BY SANBORN VISETTE 

2 EXAMINING TABLES BY ALLISON 

1 EXAMINING TABLE BY HAMILTON 
1 FRACTURE TABLE BY CHICK COMPANY OF OAKLAND, 

CALIFORNIA 

1 SCANLAN SURGICAL AND OBSTETRICAL OPERATING TABLE 
1 AUTOCLAVE, SCIENTIFIC MODEL 1016 
1 AUTOCLAVE, MARKET FORGE STERILMATIC STM-E 
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1 AUTOCLAVE, PELTON MODEL OCM 
1 X-RAY MACHINE BY PICKER 

1 CENTRIFUGE, INTERNATIONAL CLINIC MODEL C 1 
1 CENTRIFUGE, INTERNATIONAL MICRO-CAPILLARY MODEL MB 

1 CENTRIFUGE, ADAMS READACRIT MODEL CT 3400 

2 SPECTROPHOTOMETERS BY COLEMAN JUNIOR CAT. NR. 6-056 
1 STF.RTLTZ.FR, WILMOT CASTLE 
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1 STERILIZER, PELTON 
1 DIATHERMY BY LIEBEL-FLARSCHEIM 

2. HAMBURGER CLAIMS THAT THE ROMANIAN FOREIGN 


MINISTRY (OLARU) HAS STATED THAT MEDICAL EQUIPMENT CAN 
ENTER ROMANIA DUTY FREE UNTIL MAY 31 IF IT IS DESTINED 
FOR CERTAIN PROVINCES. HAMBURGER WOULD APPRECIATE 
CONFIRMATION THAT THIS DUTY FREE ENTRY WOULD APPLY TO 
THE ABOVE LISTED MEDICAL EQUIPMENT. 

3. IN REPLY TO OUR QUESTIONS, HAMBURGER SAID THAT 
WORLD VISION IS PREPARED TO PROVIDE THIS EQUIPMENT 
FREE OF CHARGE TO ROMANIA. HAMBURGER CLAIMED THAT HIS 
HEADQUARTERS IS DISCUSSING WITH AID, WASHINGTON, HE 
QUESTION OF PAYMENT OF INTERNATIONAL TRANSPORTATION 
OF THIS EQUIPMENT. IF THE ROMANIAN GOVERNMENT WERE TO 
CHARGE DUTY ON THIS EQUIPMENT, WORLD VISION WOULD 
HAVE TO RECONSIDER ITS POSITION. 

4. WORLD VISION IS PREPARED TO PROVIDE NEW MEDICAL 
EQUIPMENT ONCE IT HAS RECEIVED THE LIST OF NEEDED 
EQUIPMENT FROM THE ROMANIAN AUTHORITIES. HAMBURGER 
SAID THAT WORLD VISION IS WILLING TO DELIVER ALL 
MEDICAL EQUIPMENT THROUGH CHANNELS SELECTED BY THE 
ROMANIAN AUTHORITIES. AT A LATER DATE IT ALSO WISHES 

TO EXTEND FINANCIAL ASSISTANCE TO TWO CONGREGATIONS TO 
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REBUILD OR REPAIR THEIR CHURCHES. HAMBURGER WOULD LIKE 
TO EXTEND THIS ASSISTANCE THROUGH CHURCH CHANNELS AS 
SOON AS THE CONGREGATIONS HAVE RECEIVED 
THE NECESSARY BUILDING PERMITS. 

STOESSEL 
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